NATIONAL SHRINE 
OUR LADY OF LA SALETTE 
Ipswich, Mass. 
Seminary Chapel Main Building) 
At LaSalette, Mary pleaded for a return of the world 


TO 


God. In this Chapel, God guides young men who have 
dedicated themselves to help bring the world back to 
God as Missionaries of Our Lady of LaSalette 


